AUTHOR AND 
TITLE INDEX. 
WOlmGAViE 


(1992) 


lO 


AUTHOR INDEX 


Anderson KL: Deceptive Docu- 
mentation in Home Healthcare 
Nursing, Nov/Dec, p 31 

Anglin LT: Caseload Manage- 
ment: A Model for Agencies 
and Staff Nurses, May/June, p 
26 

Belanus A, Hunt P: When Orien- 
tation Is Not Enough: A Group 
Approach for New Home 
Healthcare Nurses, Nov/Dec, p 
36 

Birchfield M: See Zelewsky MG 

Blaylock A: See Rhoads C 

Brent NJ: Caring and Caregivers: 
Focus on the Home Healthcare 
Nurse, Sept/Oct, p 10 

Brent NJ: Chemical Use: Taking 
Care of Oneself, Jan/Feb, p 8 

Brent NJ: High-Tech Care and 
Medical Devices: The Safe 
Medical Devices Act of 1990, 
May/June, p 11 

Brent NJ: Orientation to Home 
Healthcare Nursing Is an Es- 
sential Ingredient of Risk Man- 
agement and Employee Satis- 
faction, Mar/Apr, p 9 

Brent NJ: The Bloodborne Patho- 
gens Standard: Focus on the 
Hepatitis B Vaccination, Nov/ 
Dec, p 8 

Burger AM, Erlen JA, Tesone L: 
Factors Influencing Ethical 
Decision Making in the Home 
Setting, Mar/Apr, p 16 

Carr P: Able, Willing, and Avail- 
able, July/Aug, p 40 

Carr P: Buying Time, May/June, 
p 63 

Carr P: Clues, Sept/Oct, p 60 

Carr P: Expectations and Reali- 
ties, Jan/Feb, p 47 


Carr P: Implications of the Im- 
plementation of the Patient 
Self-Determination Act for 
Nurses in the Field, Mar/Apr, p 
53 

Caserta JE: Another Chance, 
Nov/Dec, p 6 

Caserta JE: A Nursing Presence, 
May/June, p 7 

Caserta JE: Living Better?, Sept/ 
Oct, p 7 

Caserta JE: Living Longer, July/ 
Aug, p 7 

Caserta JE: Lobby Days, Mar/Apr, 
p 6 

Caserta JE: Marilyn D. Harris, 
May/June, p 71 

Caserta JE: New Year: New Look, 
Jan/Feb, p 7 

Cason C: See Rhoads C 

Cohen SM: See Thomas JS 

Collins Clare: “I Don’t Need 
Help!” What Do Dementia 
Caregivers Really Mean?, Sept/ 
Oct, p 53 

Culbertson L: A Comparison of 
Foley Catheter Types in Home 
Care Use, Nov/Dec, p 45 

Cutezo EA, Dellasega C: Sub- 
stance Abuse in the Home- 
bound Elderly: A Casefinding 
Approach, Jan/Feb, p 19 

Daniel D, Fulmer R: The Docu- 
mentation Dilemma: An Inte- 
grated Solution, Nov/Dec, p 41 

Dean J: See Rhoads C 

DeFelice C: See Fineman B 

dela Cruz FA, Jacobs AM, Mc- 
Cown D: Home Healthcare 
Nursing: A Clinical Specialty 
in Need of Graduate Educa- 
tion, Mar/Apr, p 44 

Dellasega C: See Cutezo EA 

DeSalvo AF: See McKenney JM 

Dorn MR: See McKenney JM 

Dumas L: Assessing the Cocaine- 
Addicted Mother: Guidelines 
for the Initial Visit, Jan/Feb, p 
12 

Erlen JA: See Burger AM 

Ferrari P: See Wilson AA 


Fineman B, DeFelice C: A Study 
of Medication Compliance, 
Sept/Oct, p 26 

Fite EG: See Lewis K 

Fulmer R: See Daniel D 

Garson KB: Do Not Resuscitate 
Options in Home Care, Mar/ 
Apr, p 21 

Gary GA: Facing Terminal Illness 
in Children with AiDS: Devel- 
oping a Philosophy of Care for 
Patients, Families, and Care- 
givers, Mar/Apr, p 40 

Graff BM: See Thomas JS 

Haddad A: The Long-Term Im- 
plications of Caring for a Ven- 
tilator-Dependent Child at 
Home, Nov/Dec, p 10 

Haddad A: The Risks and Bene- 
fits of Intravenous Amrinone 
Therapy, Sept/Oct, p 17 

Harris MD: Death Pronounce- 
ment by Registered Nurses, 
Mar/Apr, p 57 

Harris MD: Outcomes of Care 
from Patients’ Perspectives, 
May/June, p 64 

Harris MD: Outcomes of Care 
from the Professional’s Per- 
spective, Nov/Dec, p 48 

Hartnett M: See Wilson AA 

Hollingsworth AO: See Thomas 
Js 

Humphrey CJ, Milone-Nuzzo P: 
Home Care Nursing Orienta- 
tion Model: Justification and 
Structure, May/June, p 18 

Humphrey CJ: See Milone-Nuzzo 
P 

Hunt P: See Belanus A 

Jacobs AM: See dela Cruz FA 

Johnson JH: Is Home Nursing for 
You?, May/June, p 53 

Joyce-Nagata B: See Lewis K 

Jubeck ME: Are You Sensitive to 
the Cognitive Needs of the 
Elderly?, Sept/Oct, p 20 

Klimas SJ: Home Healthcare Di- 
lemma: The Client at Risk, 
Mar/Apr, p 13 


Home Healthcare Nurse, Volume 10, Number 6 





Kovach T: Managing Geriatric 
Chronic Constipation, Sept/ 
Oct, p 57 

Leiby SL, Shupe DR: Does Home 
Care Lessen Hospital Readmis- 
sions for the Elderly?, Jan/Feb, 
p 37 

Lewis K, Joyce-Nagata B, Fite 
EG: The Effect of Time and 
Temperature on Blood Glu- 
cose Measurements, May/June, 
p 56 

MacDonald D: Hospice Patients 
Without Primary Care Givers: 
A Critique of Prevailing Inter- 
vention Strategies, Jan/Feb, p 
24 

Matthis EJ: Family Caregivers 
Want Education for Their 
Caregiving Roles, July/Aug, p 
19 

McCown D: See dela Cruz FA 

McKenney JM, Dorn MR, De- 
Salvo AF: Helping the Non- 
compliant, Forgetful Patient: A 
Case History, Jan/Feb, p 43 

Milone-Nuzzo P, Humphrey CJ: 
Home Care Nursing Orienta- 
tion Model: Content and Strat- 
egies, Nov/Dec, p 24 

Milone-Nuzzo P: See Humphrey 
CJ 

Morgan D: See Pengra H 

Parker GG: Chemotherapy Ad- 
ministration in the Home, Jan/ 
Feb, p 30 

Pedersen B: Home Care Manage- 
ment of the Chronic Obstruc- 
tive Pulmonary Disease Patient 
Increases Patient Control and 
Prevents _Rehospitalization, 
Mar/Apr, p 24 

Pengra H, Morgan D, Warren L: 
Nursing Implementation of Do 
Not Resuscitate Policy into 
Home Healthcare, Mar/Apr, p 
32 

Rhoads C, Dean J, Cason C, Blay- 
lock A: Comprehensive Dis- 
charge Planning: A Hospital— 
Home Healthcare Partnership, 
Nov/Dec, p 13 





Roemer NR: The Tracheoto- 
mized Child: Private Duty 
Nursing at Home, July/Aug, p 
28 

Rubin MM: See Thomas JS 

Rush EW: _Interdisciplinary 
Home Care, Jan/Feb, p 10 

Schank MJ: Responsiveness of 
the Well Elderly to Healthcare 
Education Programs, Sept/Oct, 
p 47 

Sherry D: Cost Effectiveness and 
Home Care: Myth or Reality?, 
Jan/Feb, p 27 

Shupe DR: See Leiby SL 

Shuster GF III: Job Satisfaction 
Among Home Healthcare 
Nurses: What They Report and 
What It Means, July/Aug, p 33 

Stephany TM: Caring for the Pri- 
mary Caregiver, July/Aug, p 39 

Stephany TM: Pediatric Hospice, 
Jan/Feb, p 46 

Stephany TM: Place of Death: 
Home or Hospital?, May/June, 
p 62 

Stephany TM: When a Colleague 
Resigns, Mar/Apr, p 52 

Stephany TM: When the Family 
Undermedicates, Sept/Oct, p 
59 

Taira F: Facilitating Self-Care in 
Clients with Parkinson’s Dis- 
ease, July/Aug, p 23 

Tesone L: See Burger AM 

Thobaben M: Home Healthcare 
Nursing Shertage, Nov/Dec, p 
50 

Thobaben M: The Legal and 
Moral Obligations of Home 
Care Agencies with Regard to 
the New Patient Self-Determi- 
nation Act, Mar/Apr, p 55 

Thobaben M: The Murder of Mrs. 
Edwards: A Home Healthcare 
Patient, July/Aug, p 41 

Thomas JS, Graff BM, Hollings- 
worth AO, Cohen SM, Rubin 
MM: Home Visiting for a 
Posthysterectomy Population, 
May/June, p 47 


Home Healthcare Nurse, Volume 10, Number 6 


Warren L: See Pengra H 

Wilkes G: Managing the Care of a 
Client with Human Immuno- 
deficiency Virus Who Is Re- 
ceiving Multiple Drugs, July/ 
Aug, p 9 

Wilkes GM: Polypharmacy: Dan- 
gers of Multiple-Drug Therapy 
in Patients with Human Im- 
munodeficiency Virus Infec- 
tion, Sept/Oct, p 30 

Wilson AA, Hartnett M, Ferrari 
P: Qutcome Measurement 
from the Functional Status 
Perspective, May/June, p 32 

Wilson JS: Granny Dumping: A 
Case of Caregiver Stress or a 
Problem Relative?, May/June, 
p 69 

Wilson JS: Healthcare’s Giving 
Tree, Jan/Feb, p 49 

Wilson JS: The Return of Marcus 
Welby: Physicians Making 
House Calls, Sept/Oct, p 61 

Wolff TL: The Community 
Health Nurse as Advocate, 
May/June, p 14 

Zelewsky MG, Birchfield M: 
Common Ground: The Nurse’s 
Role in Caring for Terminally 
Ill Patients with Cancer or Hu- 
man Immunodeficiency Virus 
Disease, July/Aug, p 12 


TITLE INDEX 
Feature Articles 


Are You Sensitive to the Cogni- 
tive Needs of the Elderly?, 
Sept/Oct, p 20 

Assessing the Cocaine-Addicted 
Mother: Guidelines for the Ini- 
tial Visit, Jan/Feb, p 12 

Caseload Management: A Model 
for Agencies and Staff Nurses, 
May/June, p 26 

Chemotherapy Administration in 
the Home, Jan/Feb, p 30 

Common Ground: The Nurse’s 
Role in Caring for Terminally 











Ill Patients with Cancer or Hu- 
man Immunodeficiency Virus 
Disease, July/Aug, p 12 

A Comparison of Foley Catheter 
Types in Home Care Use, Nov/ 
Dec, p 45 

Comprehensive Discharge Plan- 
ning: A Hospital-Home 
Healthcare Partnership, Nov/ 
Dec, p 13 

Cost Effectiveness and Home 

Care: Myth or Reality?, Jan/ 

Feb, p 27 


Deceptive Documentation in 
Home Healthcare Nursing, 
Nov/Dec, p 31 


The Documentation Dilemma: 
An Integrated Solution, Nov/ 
Dec, p 41 

Do Not Resuscitate Options in 
Home Care, Mar/Apr, p 21 

Does Home Care Lessen Hospital 
Readmissions for the Elderly?, 
Jan/Feb, p 37 

The Effect of Time and Temper- 
ature on Blood Glucose Mea- 
surements, May/June, p 56 

Facilitating Self-Care in Clients 
with Parkinson’s Disease, July/ 
Aug, p 23 

Facing Terminal Illness in Chil- 
dren with AIDS: Developing a 
Philosophy of Care for Pa- 
tients, Families, and Caregiv- 
ers, Mar/Apr, p 40 

Factors Influencing Ethical Deci- 
sion Making in the Home Set- 
ting, Mar/Apr, p 16 

Family Caregivers Want Educa- 
tion for Their Caregiving 
Roles, July/Aug, p 19 

Helping the Noncompliant, For- 
getful Patient: A Case History, 
Jan/Feb, p 43 

Home Care Management of the 
Chronic Obstructive Pulmo- 


nary Disease Patient Increases 
Patient Control and Prevents 
Rehospitalization, Mar/Apr, p 
24 








Home Care Nursing Orientation 


Model: Content and Strategies, 
Nov/Dec, p 24 

Home Care Nursing Orientation 
Model: Justification and Struc- 
ture, May/June, p 18 

Home Healthcare Nursing: A 
Clinical Specialty in Need of 
Graduate Education, Mar/Apr, 
p 44 

Home Visiting for a Posthysterec- 
tomy Population, May/June, p 
47 

Hospice Patients Without Pri- 
mary Care Givers: A Critique 
of Prevailing Intervention 
Strategies, Jan/Feb, p 24 

“Il Don’t Need Help!” What Do 
Dementia Caregivers Really 
Mean?, Sept/Oct, p 53 

Is Home Nursing for You?, May/ 
June, p 53 

Job Satisfaction Among Home 
Healthcare Nurses: What They 
Report and What It Means, Ju- 
ly/Aug, p 33 

Managing Geriatric Chronic 
Constipation, Sept/Oct, p 57 

Nursing Implementation of Do 
Not Resuscitate Policy into 
Home Healthcare, Mar/Apr, p 
32 

Outcome Measurement from the 
Functional Status Perspective, 
May/June, p 32 

Polypharmacy: Danges of Multi- 
ple-Drug Therapy in Patients 
with Human  Immunodefi- 
ciency Virus Infection, Sept/ 
Oct, p 30 

Responsiveness of the Well Eld- 
erly to Healthcare Education 
Programs, Sept/Oct, p 47 

A Study of Medication Compli- 
ance, Sept/Oct, p 26 

Substance Abuse in the Home- 
bound Elderly: A Casefinding 
Approach, Jan/Feb, p 19 

The Tracheotomized Child: Pri- 
vate Duty Nursing at Home, 
July/Aug, p 28 

When Orientation Is Not 
Enough: A Group Approach 









for New Home Healthcare 
Nurses, Nov/Dec, p 36 


Departments 
Clinical Case Study 


Interdisciplinary Home Care, 
Jan/Feb, p 10 

Home Healthcare Dilemma: The 
Client at Risk, Mar/Apr, p 13 

The Community Health Nurse as 
Advocate, May/June, p 14 

Managing the Care of a Client 
with Human Immunodefi- 
ciency Virus Who Is Receiving 
Multiple Drugs, July/Aug, p 9 

The Risks and Benefits of Intra- 
venous Amrinone Therapy, 
Sept/Oct, p 17 

The Long-Term Implications of 
Caring for a Ventilator-Depen- 
dent Child at Home, Nov/Dec, 
p 10 


Clinician’s Corner 


Expectations and Realities, Jan/ 
Feb, p 47 

Implications of the Implementa- 
tion of the Patient Self-Deter- 
mination Act for Nurses in the 
Field, Mar/Apr, p 53 

Buying Time, May/June, p 63 

Able, Willing, and Available, Ju- 
ly/Aug, p 40 

Clues, Sept/Oct, p 60 


Editor’s View 


New Year: New Look, Jan/Feb, p 
7 

Lobby Days, Mar/Apr, p 6 

A Nursing Presence, May/June, p 
7 

Living Longer, July/Aug, p 7 

Living Better?, Sept/Oct, p 7 

Another Chance, Nov/Dec, p 6 


Hospice Care 


Pediatric Hospice, Jan/Feb, p 46 
When a Colleague Resigns, Mar/ 
Apr, p 52 


Home Healthcare Nurse, Volume 10, Number 6 


62 


Place of Death: Home or Hospi- 
tal?, May/June, p 62 

Caring for the Primary Caregiver, 
July/Aug, p 39 

When the Family Undermedi- 
cates, Sept/Oct, p 59 


Legalities of Home Care 


Chemical Use: Taking Care of 
Oneself, Jan/Feb, p 8 

Orientation to Home Healthcare 
Nursing Is an Essential Ingre- 
dient of Risk Management and 
Employee Satisfaction, Mar/ 
Apr, p 9 

High-Tech Care and Medical De- 
vices: The Safe Medical Devices 
Act of 1990, May/June, p 11 


Caring and Caregivers: Focus on 
the Home Healthcare Nurse, 
Sept/Oct, p 10 

The Bloodborne Pathogens Stan- 
dard: Focus on the Hepatitis B 
Vaccination, Nov/Dec, p 8 


Medicare and the Nurse 


Death Pronouncement by Regis- 
tered Nurses, Mar/Apr, p 57 
Outcomes of Care from Patients’ 
Perspectives, May/June, p 64 
Outcomes of Care from the Pro- 
fessional’s Perspective, Nov/ 

Dec, p 48 


Profile of a Leader 
Marilyn D. Harris, May/June, p 71 


Home Healthcare Nurse, Volume 10, Number 6 


Relationships 


Healthcare’s Giving Tree, Jan/ 
Feb, p 49 

The Legal and Moral Obligations 
of Home Care Agencies with 
Regard to the New Patient 
Self-Determination Act, Mar/ 
Apr, p 55 

Granny Dumping: A Case of 
Caregiver Stress or a Problem 
Relative?, May/June, p 69 

The Murder of Mrs. Edwards: A 
Home Healthcare Patient, July/ 
Aug, p 41 

The Return of Marcus Welby: 
Physicians Making House 
Calls, Sept/Oct, p 61 

Home Healthcare Nursing Short- 
age, Nov/Dec, p 50 














i i : 7 3 ‘ ; | } 
: J yy 
ek ; 
; | « : at ¢ 
y 9 - 2 i : 5 | = : 
| : o 
. | 
e 
| | | | i ) 
° | 
| | | “* | | 
| « 
j i ‘ 4. 4 : . 
* 
. 7 . | 
' | | 
| ital " ; e . 
) | | 
H | | 
. | : ; ; ] ? e ’ | . ’ 
: ¢ 
& 
f 5 . : | ) 
| ' 
i 
’ - 
¢ 
| | é » 
t 
F | 
Cal | 
. : 
. re | 7 | 
i 
y a | 
ae 
. 2 | 
’ 
‘ 
' : | | 
, 
j 
. : | 
4 | 
. “s 
‘ . | 
. i" | 
% | | 
. 
‘ | 
r « 7 | 
. | | ° + ’ 
: % 2 . 
1 “oY if « | 
\ S. 9 | 
( 
\ 
: | t? 
. | | 
is 
. . 
. ; 
| . ] ag . 
o 
; h 
, « 
. - | | 
e | 
, oe 
' 
4 | 
, ? | | | 
-* . 
| 7 : Pre | | 
- ’ | 
: 7 
. : | 
‘ . 
‘ | 
: + . — | 
. ; . | 
< 
« 
' | | | 
, | 
APN ORE eed BIE . - ja oe e , . : e 
- « e e ‘ so pia : | | . 
‘ | 
| ; e ? ® ’ F 
| . LP: 
' ° ad | 
. 
* . 
‘ , 
9 7 
> , ° — ¥ Toe > | 
. : @ | | | 
‘ 
4 
; @ 
| | | | ; : k ; .- ; ; 
a | 
— - © | 
~ . ; 
v 
’ | 
| | | | . Fi , < . Py 
| MER a 
’ | | 
| " 
> | | 
~ aa . | 7 
| | t - 
Z =. | 
° 
; | , | f ] " P 
e 
: | | 
| . . aly 
. ° . e iad | | | . 
‘ : | | 
| | ’ 1 
as | | 
; | 
Pave 4 | | 
A ; : ' 2. = 7 | 
- | = aes dere genmarneneie, ~ xr - 
| | | , a . | | 
/ 7 ‘ F 
f zi | | . | 
/ a: £ os : . | 
fe | 
[ 4 : 5 
: ; 7 eee, | .: as : , 
| | ; e : * 
| | ‘ : é ae 
f ; \ , : | | ; 
f TARE OL VAC KY hers On) : : - | | | 
/ ‘ : | 
’ | 
é a q ‘ | | 
! : ; | 
| . ’ = - . t : Pd “ y 
- . 
| | | = 4 
f Y : ‘ ; ss 4 . | | 
I ; 4 
f . | 
f 
; : wy ; | : 
| i - 
‘ ° e@ ; | 
ft, ps ae | i . ; Fe 
Se | 
. . bs °e ; 
* : | | 
- O~ ton AE is alain . | 
X\ 7 | 
‘, ¢ | 
a } | 
; 2 e : | 
~ 
y | | 
¢ | : 
2 
i ae 
: | | . : a] _ - 
‘ ' | 
a 
re ~ 


¢ 
a. a 


